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(i) ^n fgy 
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■-* - " gig, C. L&boratorie 




(a) Inventor: 

(1) Name: 

„ (2) Rank, position or 
.(3) Permanent address. »-■ - 

(b) Title of Invention: «SfS^O»MSSlC SYSTEM 

x device forcacipherinff and decipher Ingaes** 

( c) M^sis4i4ooftt»fttaJtiyptt®|iiaiy and by a raathod which renders the cryptogams 

key. Hefer to aad drawee eccompaay 

itig application for letters patent. 



(d) Dates and places of Invention: 



e 



^ftshinijton 



Conception by invent or : 
Disclosure to others: 


March, 1926 


. ax 
at 


it 


It 

First sketch or drawing: 


July, 1926 


. at 


it 


First written descriotion: 


^6ptt 3* 1930 


at 


rt ' . 


Completion of model 
or full sized device: 




at 




First fast or opera- 
tion of invention: 


... -■ 


at 


■ ■■ - 



(e) Results of tests, and 

extent of use of invention: 



(1) Lieut. Col, J.O. Mauborgne 
a. ®* Blair 



(f) Names of persons haying knowledge (2» Shjor 

of facts stated under (d) and (e): {5J Seibert Eafch 

(g) Prior Reports: "y 

Nona except application Her* 5&&S44 V 

(h) Patents and Patent applications: Plied Jan, 2 S, 1932 

License to Government to Ranxjf&cture or use 

(i) Rights of U.S. Government : foraovemwntal p\y eposes 

# . - ' Hfcne ■ 

(j) Licenses or Assignment: ■ 



(k) Contracts involved: 



Contractors 
Contract No. and date 
, Subject matter 
Location of Plant 
Official title or 
status of employment 
of inventor: 



"Ad'dre's's"^ 



Type of Contract 



(l) Signature of witness and date; 

(m) Remarks of Forwarding Officer: 



Signature^of invent o^and- date: 
•’tj^arding Officer 




( Over ) 
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The f ollowing^inf ormation will be given under the headings indicated: 

(a) The inventor should give his permanent address. He should also give 
his rank, corp3, position or status of employment at the time inven- 
tion was made. 

(0) The title of the invention should start with words indicating- the 
class to which the invention belongs, such as "Method of" or 
"Process of" in case the invention relates to a. method or process; 
or the name of the article, device or type of machine in case the 
invention relates to an article, device cr machine, or the name 

of the material or composition in case the invention is an im- 
provement in material or composition. 

(c) The description of the invention may be brief, provided reference 
is made to detailed specifications and drawings, which should be 
identified by date and file number ii* official, or should be 
attached to the report if not part of the official records of the 
War Department. In either case, all drawings and descriptive 
pamphlets relating to the invention should be listedi 

(d) Care should be taken to give the earliest date on which the inven- 
tion suggested itself ta you, even though it was not completely in 
mind. If the invention comprises different inventive' ideas, give 
the dates with reference.-, to each part of the invention separately, 
taking care to identify each part clearly in the description of 
the invention. 

(e) State whether or not the invention was found to be operative, and 
the degree of success attained at each test of the model or full 
sized device. In stating the extent of use of the invention, 
separate "use by the Government" from "commercial use", 

•(f) State the names of persons who had knowledge of the invention 
and facts, concerning, it .on. o.r. about the dates mentioned.. 

(g) Has description of invention or report of test, if any, been sub- 
mitted to officers of trie 7/ar Department! If so, when and to v/hom? 

Give references to ail prior reports, including all information 
heeded to locate same in files. 

(h) List all applications for patents by filing dates, serial number 

and title. List all patents by patent number, date of grant, and title# 

(1) Has tender to the United States been made? If so, when and to whom? 

If not, bender the use of the invention to the United States or 
explain why not. 

(j) State what, if any, rights in the iavention^have been granted to 
others; including extent of interest granted and date of recording 
assignment or licence in patent Office. 

(k) If contracts have been placed for the invention, or if the inven- 
tion was made in connection with the performance of a contract in 
which the United States is interested, the facts should be given 
briefly, including contractor’s name and address; Contract No. and 
Bate of Contract; Subject Matter; Location of Contractor's plant 
where work was done; and Official Title or Status of Employment of 
Inventor. 

(l) It is desirable that the witness be familiar with the facts stated 
concerning the invention and have a sufficient understanding of the 
invention to describe its construction and operation. 

(m) The -forwarding officer should give his opinion of the value 01 tho 
invention to the T J.S. and whether or not the prospective develop- 
ment or the art to which the invention relates would make it advisable 
to protect the invention and tho Government's ri$it to use the same 

by an. application for patent, 
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